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INTELLIGENCE ADVISORY COMMITTEE 


Verbatim Minutes of Meeting held In Director* 8 
onferenee Room, First Floor, Administration Building 
on Friday. 15 August 1949 at 2:30 P.M. 


Bear Admiral R. H. Hillenkoetter, Director 
of Central Intelligence, in the chair 


MEMBERS PRESENT 


Mr* W* Park Armstrong, Special Assistant to the 
Secretary of State for Research and. Intelligence 
Major General Stafford L. Irvin, Director of Intelligence, 
General Staff, United States Army 
Rear Admiral Thomas B* Inglis, Director of Naval 
Intelligence 

Major General Charles P. Cabell, Director of 

Intelligence, Office of Deputy Chief of Staff, 
Operations, United States Air Force 
Dr. Walter F. Colby, Director of Intelligence, Atomic 
Energy Commission 

Major General Walter E. Todd, Deputy Director, 

Joint Intelligenc e Group, Joint Chiefs of Staff 
IBMHSBBMHHH Assistant to the Director, Federal 
Bureau of Investigation 


ALSO PRESENT 

Colonel Earnest A. Barlow, Department of the Army 
Captain John M* Ocker, USN, Department of the Navy 
Lieut* Colonel C. J* Stattler, Jr*, Department of 
„ the Air Force 
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